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What the Ball Nozzle Is 


A bell-shaped nozzle, a round ball. This simple combination 
reverses accepted natural laws and baffles scientists. The ball 
placed loosely in the bell defies the strongest pressure; one 
hundred, two hundred pounds of pressure of either air or water 
behind it will not dislodge it, and yet its resistance is so gentle 
that no pressure is given back to the pipe or hose. Wonderful 
ball ! Wonderful results ! It gives to the world a conqueror of 
the fire demon, a rescuer of life and a protector of property. 
Yet, with all its power, it lends itself to gentler uses and be¬ 
comes an ever-ready April shower, so grateful to the green¬ 
sward, to the tree and vine and so pleasing to the eye. 

The Ball Nozzle is a powerful illustration of how simply, yet 
masterfully, Nature does man’s work if he can but catch and 
harness her forces. 
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The Ball Nozzle for Fire Departments, 


The illustration on second page shows the Ball Nozzle in actual 
service at a fire. 

With the exception of a practical and powerful spray which 
will drive smoke, cover a large area quickly, and quench 
flame, the present equipment of fire departments would seem well 
nigh perfect. The Ball Nozzle furnishes such a spray, and so 
becomes, perhaps, the most important part of fire fighting 
apparatus. 

The Ball Nozzle permits the flow of the same quantity of water 
from the hose as a straight nozzle without producing back press¬ 
ure on the hose. A single man with one hand can manage it 
when it takes two or more men to manage a straight stream. It 
enables firemen to enter buildings in the face of flame and smoke, 
and to go with impunity to any part of a burning structure, 
fighting the fire at close range, covering the area quickly and 
effectively. In many cases the heavy straight stream does as 
much damage as the fire. The Ball Nozzle obviates this. Fire¬ 
men arriving with the Ball Nozzle before the structure commences 
to fall can enter the building, pursue the course of the fire and 
master it, rescuing the people and saving property, and there 
are few cases when our gallant firemen are not on hand promptly 
and before fires have reached their most destructive stage. 

The value of the Ball Nozzle for wetting property adjoining the 
burning building must be apparent to all. It is safe to say that 
it will accomplish as much as a half-dozen straight streams, and 
do so without material damage to buildiugs. 

The Ball Nozzle is just as effective for chemical apparatus, 
probably more so, as it enables firemen to cover area quickly 
with less exhaustion of fluid. 
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THE BALL NOZZLE 

FOR 

Hotels and Large Buildings. 

The illustration on page 3 shows the effectiveness of the Ball 
Nozzle for fires in hotels or other large buildings where hundreds 
of lives may be imperiled by sudden outbreak of smoke and 
flame. 

The sectional view shows the halls and stairways of a hotel on 
fire, with guests rushing from their rooms, seeking safety in 
flight. The Ball Nozzle is at work ; it is forcing smoke out of 
the hall, and its immense, powerful sheet of spray has placed an 
impenetrable barrier between the death embrace of the smoke 
and flame and the threatened lives which are thus saved. 

At the side of this picture is given an illustration of a horrible 
spectacle so often witnessed, and which cannot occur when Ball 
Nozzles are used. The firemen have arrived promptly ; but, 
alas ! too late. But a few moments have elapsed since the fire 
started ; yet the house is filled with smoke, and the sectional 
view exhibits a truly heart-rending scene of agony and death ; 
others, in their frantic efforts to escape, seek the windows, the 
roof, where they may breathe more freely ; but the relentless 
enemy pursues them even there. Panic stricken, demoralized, 
with indescribable horror in their hearts, they leap or fall from 
their last place of refuge, ending their unspeakable suffering 
with death. There was no Ball Nozzle there ! There was no 
friendly barrier between the smoke and flame to protect the 
tortured victims and permit their escape. 

When hotels and large buildings are equipped with the Ball 
Nozzle those inside can get out and those outside can get in 
burning structures. 
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JUST IN TIME. 

Pursuing a fire with the BAT,!, NOZZLE. 
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The BALL NOZZLE at work in a Cellar Fire, 







The Ball Nozzle for Interior Fires, 


The illustration on page 6 shows the timely arrival of firemen 
and the rescue, with the aid of the Ball Nozzle, of people about 
to perish in smoke and flame. The gallant firemen, armed with 
Ball Nozzles, become rescuers indeed ! 


The Ball Nozzle for Fire Extinguishers. 


The first illustration on page 7 shows the Ball Nozzle attached 
to ordinary fire extinguisher, and the vignette shows the use of 
the extinguisher with the Ball Nozzle. Comment is unnecessary. 


The Ball Nozzle for Cellar Fires. 


The second illustration on page 7 shows the Ball Nozzle in 
action in a cellar fire. This is one of the most important uses for 
the Ball Nozzle, As every fireman knows, the hardest and most 
obstinate fires to conquer are those in cellars. With the ordinary 
nozzle the means of quickly reaching the right spot in a cellar fire 
are inadequate ; but the Ball Nozzle, as will be seen in the illus¬ 
tration, solves the problem. Its potent spray embraces every inch 
of space more quickly and to better purpose than it could be done 
in any other way. It is in like manner applicable for extinguish¬ 
ing fire in the holds of steamships. 



THE BALL NOZZLE 


FOR 

Making Lumber=Yards Fire=Prooi 

The illustration on page io shows a lumber yard equipped 
with the Ball Nozzle. There is a fire in the vicinity and fire 
brands are flying toward the lumber yard, but this lumber yard 
being equipped with the Ball Nozzle cannot burn. 

By the proper arrangement of the pipe system and the use of 
stand pipes with the Ball Nozzle at the top, a lumber yard may 
be made substantially fire-proof. 

This application of the Ball Nozzle, we may say, promises to 
become one of the most important, aside from that for the saving 
of life. 

A large Nozzle, with stand pipe, will cover a radius of 100 
feet. Thus, it will be seen that a large yard can be equipped 
cheaply and effectively, practically obviating the danger of con¬ 
flagrations of the most destructive character. 
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The BALL NOZZLE as— 

I^awn Sprinkler. fountain. 



















THE BALL NOZZLE 

AS 

Lawn Sprinkler, Fountain, and Tree 

Irrigator. 


The illustration on page 11 shows the application of the Ball 
Nozzle for lawn sprinklers, fountains and tree sprinklers. Doubt¬ 
less only a short time will elapse before the Ball Nozzle Sprink- 

i 

ler will be the only one in use. 

It makes a beautiful fountain and, with ordinary pressure, 
covers a circle of forty feet, not with a thin spray, but with a 
heavy rain of large penetrating drops, covering more than twice 
the ground in less than half the time required by any other 
kind of lawn sprinkler, and it will save many times its cost 
each season by saving hose. Every other lawn sprinkler makes 
back pressure and bursts hose. The Ball Nozzle does not. 

By running a small pipe from the bottom to the top of the 
tree, placing the Ball Nozzle at the top and attaching the hose 
to the pipe at the bottom, trees may be given a thorough 
washing and freshening, saved from destruction by insects, and 
kept fresh through any season ; and in the case of fruit trees, 
a great increase in producing powers will be effected. This 
use of the Ball Nozzle will certainly become one of the most 
important features in tree culture and preservation. The Ball 
Nozzle may also be used with telling effect for irrigation pur¬ 
poses, as it quickly covers such a large area with penetrating 
drops. 










No. 3. .^.inch Ball Nozzle 
Lawn Sprinkler. 


No. 5. Ball Nozzle for 
Fountains and Trees. 


No. 6. %-mch Ball Nozzle Lawn Sprinkler. 


Ball Nozzles for Fire Hose, Hotel Halls, Lawn Sprinklers, Fountains, 
Tree Irrigators and Air Distribution. 
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